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DRIVEWAY, GLADWIN PARK. 
by 7) DETROIT, MICH. 


Gladwin Park is where the pumping:-Sitq- | 
tion for Detroit’s water supply is located. The 
park is situated +h SBS Kastern part of the city 

: between Detroit River and Jefferson Avenue 
and contains about 75 acres of Floral Garden- 
ing, Lakesand canals. It is reached by veffer- 
son Avenue cars going east. e 
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